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The headsets which were the subject of reference A 
are th e Ampliv ox type. Full technical details are contai ned 


Headset 


in the Engineering report "Evaluation of 

Amplivox Type E-5", dated 29 July 1952, which w as forwar ded to 
MTCA as attachment to reference D. 
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